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S M DOBBS RUBBER PRCDUCTS MANUFACTURING co.” 
@ e 5001 FIRESTONE BOULEVARD 


- P.O. BOX 286 - SOUTH GATE, CALIFORNIA + LQrain 4.1922 


DATE May 13, 1957 
TEYCON MFG. CO. oT 
2961 East Colorado TERMS NET 10th PROX 
Pasadena 8, Calif. 


OUR INVOICE 


N° 45 
se = YOUR P. 0. NO. 66795 i 


QUANTITY 


1 Ly #560-732171 Metering Roll 
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RUBBER & SYNTHETIC ° OIL WELL SUPPLIES ° GASKETS ° ROLLERS 
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